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INSTALLATION AND RENOVAL OF COMPONENTS FROM SYSTEM 
WITHOUT Q/A APPROVAL. 


brought to my ettention thet there ere severtlentires 


in the J15 Q/A Log Book which stete thet hardvere vas installed 
by Boston persounel without Q/A epprovel (no "CE to install” sign 
off). These entries are still open itens as far as C/A is 
eoncerned, | 
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